MFJ-801 FIELD STRENGTH METER 


The MFJ-801 Field Strength Meter is ideal for reading relative field strength 
from your antenna. It is a compact unit that fits in the palm of your hand and can 
be taken anywhere. The best part of using it is that you now can tell if your 
antenna is radiating or not by simply holding the unit near your antenna and 
adjusting the sensitivity. Also, by taking measurements, you can find out 
relatively how strong your antenna field is. 


Operation 

The MFJ-801 Field Strength Meter is very simple to use. It requires no power 
because your antenna field provides the power necessary to run the meter. 
Simply raise the single whip antenna on your unit, stand several feet away, and 
adjust the sensitivity knob on the front, it’s that easy. You want to ensure that 
the whip antenna is parallel with the polarity of the antenna you are reading. 
Also, ensure that the ground screw on the side of your MFJ-801 Field Strength 
Meter is in good contact with your hand (you provide the ground for the unit.) 
Now you can read the relative field strength of your antenna. 


Technical Assistance 

If you have any problem with this unit first check the appropriate section of this 
manual. If the manual does not reference your problem or your problem is not 
solved by reading the manual you may call MFJ Technical Service at 662-323- 
0549 or the MFJ Factory at 662-323-5869. You will be best helped if you have 
your unit, manual and all information on your station handy so you can answer 
any questions the technicians may ask. 


You can also send questions by mail to MFJ Enterprises, Inc., 300 Industrial 
Park Road, Starkville, MS 39759; by Facsimile to 601-323-6551; or by email to 
techinfo @ mfjenterprises.com. Send a complete description of your problem, an 
explanation of exactly how you are using your unit, and a complete description 
of your station. 
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